

. Concrete monolith throughout; exterior treated to expose gravel aggregate. First
expression of interior space as the reality of the building

UNITY CHURCH.  1906

Organ and choir screen of the auditorium. Sand-finished walls. Wooden light fixtures
with exposed, silk-covered wiring

